Approved For Release 2002/01/04 : CIA-RDP83-00415R01 41 00040007-3 


25X1 A 


25X1 A 
25X1 X 


SECRET/ 


German Democratic Republic 

30 January 1953) 



CESTING ROTARY INDICATOR ( 2pp ; German; 

ldooument distributed on 



25X1A 



The attached document concerns a rotary inaicai 
for^gyrocompass installation. Twenty of these indicators were 
delivered by the Askania Works, Teltow, 


This document is a photostat copy of a set of instructions, dated 21 June 
1952 and prepared by the VVB EFT (Administration of People-Owned Enterprises 
for Radio and Telecommunications), for testing a rotary indicator, type 70/80/4. 
The instructions pertain to the testing of the individual parts as well as 
to the testing of insulation resistance, maximum moment of rotation (Drehmoment) 
and other properties of the instrument. /Parts of this document are illegible J 
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